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grammar-school for every 5,625 people, and contrasts this propor-
tion with that revealed by the Schools Inquiry Report of 1864, of
one school to every 23,750 people.1
G. G. Coulton calculates 26,000 pupils for a population of
about five millions at the Dissolution. He concludes that if the
provision of schools in 1931 was at the mediaeval rate, "we should
have only 182,000 pupils, spaced among nearly 4,000 schools, whose
average standard inclined rather to the elementary than to the
grammar class. Yet we have in fact, according to Whitakefs
Almanack for 1931, 1,300 secondary schools with an aggregate of
200,000 boys and 180,000 girls, to which must be added 20,000
elementary schools with an attendance of 5,000,000, that is, nearly
thirty times more scholars in proportion to population."2
1 A. F. Leach.   The Schools of Medieval England, pp. 329-31, Methuen, 1915.
-G. G, Coulton.    Medieval Panorama, p. 388, C.U.P., 1938.